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SUBJECT: COMMUNICATION - CCC RENOVATION 

REF: STATE 300654 

t. ORIGINAL SURVEY FOR CCC POSSIBILITIES OVER YEAR OLD 
NOW. YEAR'S ADDITIONAL EXPERIENCE HAS REVISED SOMEWHAT 
OUR IDEAS ABOUT NATURE OF OUR ROLE HERE, DESIRED STAFFING 
PATTERN, NEED FOR OFFICE SPACE AND CONSTRUCTION POSSIBILITIES. 
DEPARTMENT SHOULD BE AWARE WE NOW HAVE SOME DEFINITE RESERVA- 
TIONS ABOUT PROPOSED INSTALLATION OF CCC AND THAT WE PLAN 
REVIEW WHOLE CONCEPT AS WELL AS SPECIFIC OPTIONS AS SOON 
AS WE RECEIVE ENGINEERING PLANS. 

2. ON POWER PROBLEM, WE HAVE BEEN ADVISED THAT IT IMPOSSIBLE 
FOR ELECTRIC COMPANY TO INCREASE POWER TO EMBASSY (SEE 
ALGIERS 3644 AND 3596). CCC WILL, WE UNDERSTAND, REQUIRE 
MORE POWER THAN WE NOW HAVE AVAILABLE.PARKER 


LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRFI 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ALGIER03773 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750447-0852 
From: ALGIERS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751213/aaaaakva.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 STATE 300654 

Review Action: RELEASED, APPROVED 

Review Authority: MorefiRH 

Review Comment: n/a 

Review Content Flags: 

Review Date: 25 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 JUN 2003 by ElyME>; APPROVED <10 JUL 2003 by MorefiRH> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COMMUNICATION - CCC RENOVATION 
TAGS: ACOM, ABLD, ASEC, AG 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



